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ODP 81-294 
S Mareh 198] 


MEMORANDUM FOR: Deputy Director for Administration 


FROM: Rruce T,. Johnson 
Director of Pata Processing 


SUBJECT: ODP Report for Neek Ending 4 March 1981 


SAFE 
On 27 February | eee 53° @ briefing on SAPE to Br. 
Zimmerman of the wKhice Tt nformation Systems Staff, 


Support to OPPPS 


CAPER (Case Processing and Evaluation Seports) On 
19 February the CAPER hardware system and disk pack failed 
due to overheating caused by failure of the Ames Building 
air conditioning. #iocrodata restored the disk pack and 3 
Division attempted to restore the data base over the 
weekend, Many goftware and hardware problems were 
encountered in this attempt, resulting in only 50% of data 
recovery for 13-19 February. “Much of this cata can not be 
recovered, 


“Bruce T. Jonnaon 


o/p/opPf ss siRe/5 Mar. 81 


Distribution: 
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1 - ea Div/Staff/ODP 
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